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Message Text 



UNCLASSIFIED 

PAGE 01 BUDAPE 01369 100820Z 
21 

ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO CU-04 NAS-01 /023 W 

089139 

R 091622Z MAY 75 
FM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 3180 

UNCLAS BUDAPEST 1369 

PASS NAS/MITCHELL 

E.O. 11652: N/A 
TAGS: OGEN, HU 

SUBJ: REPORTED ILLNESS OF NAS EXCHANGE SCIENTIEST 
DR. CALVIN KONYA 

1. RE MITCHELL'S MAY 7 TELEX CONCERNING NAS EXCHANGE 
SCIENTIST DR. CALVIN KONYA, EMBASSY HAS BEEN IN CONTACT 
WITH KONYA'S FAMILY AND DR. DIENES CONCERNING KONYA'S 
HEALTH. 

2. EMBASSY INFORMED THAT KONYA IS WELL AND WORKING IN 
MISKOLC. REQUEST FOR CANTER TUBE MADE SEVERAL WEEKS AGO 
WHEN KONYA BECAME ILL AND THOUGHT HE MIGHT HAVE INTESTINAL 
BLOCKAGE. TUBE ORDERED IN EVENT CONDITION BECAME MORE 
SERIOUS AND SENT TO DOCTOR'S ADDRESS SINCE DOCTOR WILL 
HAVE TO CERTIFY THAT EQUIPMENT NEEDED IN INTEREST OF 
PATIENT'S HEALTH IN ORDER TO OBTAIN HUNGARIAN CUSTOMS 
CLEARANCE. EMBASSY HAS OFFERED ITS ASSISTANCE BUT IT 

DOES NOT APPEAR THAT KONYA IN NEED OF OUR HELP AT 
THIS TIME. 

MCAULIFFE 



UNCLASSIFIED 



NNN 
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Disposition Remarks: 
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Executive Order: N/A 

Errors: N/A 

Film Number: D7501 64-0878 
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Handling Restrictions: n/a 
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ISecure: 1 
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